THE  GRAHLING  BROS.  CO 


THE  1700 


1921  EASl  61st  STREET 

LINECLEVELAND’  0HI° 


An  authentic  reproduction  of  the  art  of  the  early  hammersmith. 
The  beauty  of  line  and  attention  to  detail  that  mark  the  wrought 
iron  masterpiece  are  faithfully  carried  out  in  this  design. 


1701 

1711 

1712 
1735 
1745 
1755 
1780 
1721 
1765 
1775 


1  Lt.  Ceiling 

1  Lt.  Candle  Bracket 

2  Lt.  Candle  Bracket 
5  Lt.  Ceiling 

5  Lt.  Drop 
5  Lt.  Candle 
1  Lt.  Drop 
1  Lt.  Bracket 
5  Lt.  Drop  Upright 
5  Lt.  Ceiling  Upright 


Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 
Old  Gold 


Special 

Canopy  Sw. 

Canopy  Sw. 

Special 

Special 

Special 

Special 

Canopy  Sw. 

Special 

Special 


$  1.65 
3.00 
4.20 
11.25 
11.25 
11.25 
3.90 
3.96 
16.35 
16.35 


The  Designs  Illustrated  on  this  Page  are  furnished  with  Glassware 


Catalogue 

Number 


Style 


Length 

Inches 


Spread 

Inches 


FINISHES 


Std. 

Pkg. 


Sockets 


Wired 


No.  1721 


No.  1765 


No.  1775 


No.  1755 


No.  1745 


THE  1900  LINE 


A  graceful  fixture  o  f 
modern  utility  with  the 
appearance  of  a  med¬ 
ieval  forging  beaten 
from  the  virgin  quartz. 
This  series  covers  the 
complete  range  of  dec¬ 
orative  lighting  units 
for  the  home. 


No.  1901 


No.  1955 


No.  1945 


No.  1902 


No.  1935 


Catalogue 

Number 

Style 

Length 

Inches 

Spread 

Inches 

FINISH 

Std. 

Pkg. 

Socket 

Wired 

1901 

1  Lt.  Ceiling 

5 

6 

Inca  Gold 

6 

Pigtail 

$  2.88 

1901D 

1  Lt.  Drop 

36 

6 

Inca  Gold 

6 

Pigtail 

3.84 

1902 

2  Lt.  Ceiling 

6 

12 

Inca  Gold 

6 

Special 

3.96 

1902D 

2  Lt.  Drop 

36 

12 

Inca  Gold 

6 

Special 

5.22 

1903 

3  Lt.  Ceiling 

6 

12 

Inca  Gold 

6 

Special 

5.10 

1903D 

3  Lt.  Drop 

36 

12 

Inca  Gold 

6 

Special 

6.45 

1911 

1  Lt.  Bracket 

9 

4  Yi 

Inca  Gold 

12 

Canopy  Sw. 

3.15 

1912 

2  Lt.  Bracket 

9 

8 

Inca  Gold 

12 

Canopy  Sw. 

4.20 

1933 

3  Lt.  Ceiling 

14 

14 

Inca  Gold 

'  1 

Special 

7.38 

1943 

3  Lt.  Drop 

36 

14 

Inca  Gold 

1 

Special 

7.92 

1953 

3  Lt.  Candle 

36 

14 

Inca  Gold 

1 

Candle 

7.92 

1935 

5  Lt.  Ceiling 

15 

18 

Inca  Gold 

1 

Special 

11.40 

1945 

5  Lt.  Drop 

36 

18 

Inca  Gold 

1 

Special 

11.40 

1955 

5  Lt.  Candle 

36 

18 

Inca  Gold 

1 

Candle 

11.40 

No.  1933 


No.  1953 


No.  1903D 


No.  1943 


No.  1902D 


No.  1901D 


No.  1911 


No.  1912 


THE  2000  LINE 


Shaded  light  at  its  decorative  best.  The  delicate  beauty  of 
tinted  glassware  is  fully  utilized  in  these  designs. 


No.  2045 


No.  2033 


The  designs  illustrated  on  this  page  are  furnished  with  glassware 


Catalogue 

Number 

Style 

Length 

Inches 

Spread 

Inches 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

2011 

1  Lt.  Bracket 

11 

4  V2 

Burnished  Gold 

6 

Canopy  Sw. 

$  4.02 

2033 

3  Lt.  Ceiling 

11 

16 

Burnished  Gold 

1 

Special 

10.02 

2043 

3  Lt.  Drop 

36 

16 

Burnished  Gold 

1 

Special 

10.32 

2035 

5  Lt.  Ceiling 

12 

20 

Burnished  Gold 

1 

Special 

14.70 

2045 

5  Lt.  Drop 

36 

20 

Burnished  Gold 

1 

Special 

15.00 

The  designs  illustrated  on  this  page  are  furnished  with  glassware 


No.  2011 


No.  2035 


No.  2043 


A  Cast  Fixture  of  Graceful  Design 
and  Moderate  Price. 


No.  225 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

101E 

1  Lt.  Ceiling 

3 

7 

Burnished  Gold — Antique  Gold  Polychrome 

6 

Special 

$1.65 

102E 

2  Lt.  Ceiling 

4 

12 

Burnished  Gold — Antique  Gold  Polychrome 

6 

Special 

2.85 

103E 

3  Lt.  Ceiling 

4 

12 

Burnished  Gold — Antique  Gold  Polychrome 

6 

Special 

3.75 

201 

1  Lt.  Brkt. 

11 

4 

Burnished  Gold — Antique  Gold  Polychrome 

12 

Canopy  Sw. 

2.85 

202 

2  Lt.  Brkt. 

11 

9 

Burnished  Gold — Antique  Gold  Polychrome 

12 

Canopy  Sw. 

3.90 

205 

5  Lt.  Drop 

36 

18 

Burnished  Gold — Antique  Gold  Polychrome 

1 

Special 

8.67 

215 

5  Lt.  Ceiling 

10 

18 

Burnished  Gold — Antique  Gold  Polychrome 

1 

Special 

8.25 

225 

5  Lt.  Candle 

36 

18 

Burnished  Gold — Antique  Gold  Polychrome 

1 

Candle 

8.67 

205 

3  Lt.  Drop 

56 

12 

Burnished  Gold — Antique  Gold  Polychrome 

1 

Special 

7.02 

213 

3  Lt.  Ceiling 

9^ 

12 

Burnished  Gold — Antique  Gold  Polychrome 

1 

Special 

6.27 

No.  213 


No.  102E 


No.  101E 


No.  103E 


THE  1500  LINE 

of 

PITTED  WROUGHT  IRON  FIXTURES 


No.  1545 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

1511 

1  Lt.  Brkt. 

9 

4H 

Gold  Poly. — Burnished  Silver — Burnished  Bronze 

12 

Canopy  Sw. 

$3.15 

1512 

2  Lt.  Brkt. 

9 

8  !/^> 

Gold  Polv. — Burnished  Silver — Burnished  Bronze 

12 

Canopy  Sw. 

4.20 

1535 

5  Lt.  Ceiling 

11 

19 

Gold  Poly. —  Burnished  Silver — Burnished  Bronze 

1 

Push  Thru 

9.15 

1 545 

5  Lt.  Drop 

36 

19 

Gold  Polv. — Burnished  Silver — Burnished  Bronze 

1 

Push  Thru 

9.15 

1555 

5  Lt.  Candle 

56 

19 

Gold  Poly. — Burnished  Silver — Burnished  Bronze 

1 

Candle 

9.15 

158013 

1  Lt.  Drop 

36 

7V2 

Gold  Polv. — Burnished  Silver — Burnished  Bronze 

6 

Push  Thru 

3.90 

THE  1200  LINE 


No.  1245 


No.  1233 


No.  1211 


No.  1212 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

ft  1211 

1  Lt.  Brkt. 

9 

4 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

12 

Canopy  Sw. 

$2.40 

1212 

2  Lt.  Brkt. 

9 

sy2 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

12 

Canopv  Sw. 

3.33 

1233 

3  Lt.  Ceiling 

11 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign  Rec. 

5.49 

1243 

3  Lt.  Drop 

36 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign  Rec. 

6.66 

1253 

3  Lt.  Candle 

36 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

6.66 

1234 

4  Lt.  Ceiling 

ii 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign.  Rec. 

6.51 

1244 

4  Lt.  Drop 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign  Rec. 

7.68 

1254 

4  Lt.  Candle 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

7.68 

1235 

5  Lt.  Ceiling 

ii 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign  Rec. 

6.99 

1245 

5  Lt.  Drop 

36 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Sign  Rec. 

8.34 

1255 

5  Lt.  Candle 

36 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

8.34 

1280D 

1  Lt.  Drop 

36 

6 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

6 

Sign  Rec. 

3.90 

1280C 

1  Lt.  Candle 

36 

6 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

6 

Candle 

3.90 

No.  1203D 


No.  1203 


No.  1202 


No.  482 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

401 

1  Lt.  Ceiling 

3 

6 

Ivorv  Poly. -Old  Ivory-Rustic  Gold-Ant.  Brass-Silver  &  Gold 

25 

Sign  Rec. 

$  .66 

482 

2  Lt.  Ceiling 

6 

6 

Ivorv  Polv.-Old  Ivory-Rustic  Gold-Ant.  Brass-Silver  &  Gold 

10 

Sign  Rec. 

1.50 

1201 

1  Lt.  Ceiling 

4 

6 

Ivory  Poly. -Old  Ivory-Rustic  Gold-Ant.  Brass-Silver  &  Gold 

6 

Sign  Rec. 

1.68 

1202 

2  Lt.  Ceiling 

5 

12 

Ivory  Poly. -Old  Ivory- Rustic  Gold-Ant.  Brass-Silver  &  Gold 

6 

Sign  Rec. 

2.70 

1203 

5  Lt.  Ceiling 

5 

12 

ivorv  Poly. -Old  Ivorv-Rustic  Gold-Ant.  Brass-Silver  &  Gold 

6 

Sign  Rec. 

3.78 

1202D 

2  Lt.  Drop 

36 

12 

Ivorv  Poly. -Old  Ivory-Rustic  Gold-Ant.  Brass-Sdver  &  Gold 

6 

Sign  Rec. 

5.10 

1203D 

3  Lt.  Drop 

36 

12 

Ivory  Poly. -Old  Ivory- Rustic  Gold-Ant.  Brass-Silver  &  Gold 

6 

Sign  Rec. 

6.12 

1282 A 

2  Lt.  Candle 

36 

6 

Ivory  Poly. -Old  Ivory- Rustic  Gold-Ant.  Brass-Silver  &  Gold 

6 

Candle 

6.75 

Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

1301 

1  Lt.  Ceiling 

11 

7 

Burnished  Silver — Gold  Polychrome 

12 

Sign  Rec. 

$1.95 

1311 

1  Lt.  Brkt. 

9 

4  \4 

Burnished  Silver — Gold  Polychrome 

12 

Canopv  Svv. 

3.15 

1312 

2  Lt.  Brkt. 

9 

9 

Burnished  Silver — Gold  Polychrome 

12 

Canopv  Svv. 

4.20 

1380D 

1  Lt.  Drop 

36 

7 

Burnished  Silver — Gold  Polvchrome 

6 

Sign  Rec. 

3.90 

1380C 

1  Lt.  Candle 

36 

7 

Burnished  Silver — Gold  Polychrome 

6 

Candle 

5.90 

1335 

5  Lt.  Ceding 

18 

19 

Burnished  Silver — Gold  Polychrome 

1 

Sign  Rec. 

9.15 

1345 

5  Lt.  Drop 

36 

19 

Burnished  Silver — Gold  Polychrome 

1 

Sign  Rec. 

9.15 

1355 

5  Lt.  Candle 

36 

19 

Burnished  Silver — Gold  Polychrome 

1 

Candle 

9.15 

THE  1300  LINE 

A  Popular  Line  of  Pitted  Wrought  Iron 

Residential  Fixtures 


No.  1335 


No.  1355 


No.  1312 


No.  1311 


No.  1301 


No.  1380D 


No.  1380C 


No.  1345 


crewless  Safety  Commercial  Hangers 


No.  546 


These  holders  are  made  of  Brass, 
finished  in  Statuary  Bronze  and 
are  wired  with  Porcelain  sockets 
and  Asbestos  covered  wire. 

All  canopies  and  ceiling  holders 
have  Knockouts  for  switches  and 
are  equipped  with  straps  and 
thumb  knobs. 


No.  534 


Catalogue 

Number 

Style 

Size 

Inches 

Canopy 
Diam. — In. 

Length 

Inches 

FINISH 

Std. 

Pkg. 

Socket 

Wired 

554 

Safety  Ceiling 

4 

5Vs 

4 

Stat.  Bronze 

24 

Medium 

1.73 

536 

Safety  Ceiling 

6 

ey2 

5 

Stat.  Bronze 

24 

Medium 

1.88 

536M 

Safety  Ceiling 

6 

ey2 

5 

Stat.  Bridge 

24 

Mogul 

3.00 

544 

Loop  Safety  Pendant 

4 

5H 

36 

Stat.  Bronze 

24 

Medium 

2.78 

546 

Loop  Safety  Pendant 

6 

5/8 

56 

Stat.  Bronze 

24 

Medium 

2.78 

546M 

Loop  Safety  Pendant 

6 

5% 

36 

Stat.  Bronze 

24 

Mogul 

5.45 

crew  Type  Commercial  Hangers 


No.  646 


These  holders  are  made  of  Brass, 
finished  in  Statuary  Bronze  and 
are  wired  with  Porcelain  sockets 
and  Asbestos  covered  wire. 

All  canopies  and  ceiling  holders 
have  Knockouts  for  canopy 
switches  and  are  equipped  with 
straps  and  thumb  knobs. 


No.  746 


No.  736 


Catalogue 

Number 

Style 

Size 

Inches 

Canopy 
Diam. — In. 

Length 

Inches 

FINISH 

Std. 

Pkg. 

Socket 

Wired 

744 

Loop  Screw 

4 

5% 

36 

Stat.  Bronze 

24 

Medium 

$2.18 

746 

Loop  Screw 

6 

36 

Stat.  Bronze 

24 

Medium 

2.18 

644 

Stem  Screw 

4 

5  H 

36 

Stat.  Bronze 

24 

Medium 

2.25 

646 

Stem  Screw 

6 

36 

Stat.  Bronze 

24 

Medium 

2.25 

734 

Screw  Celling 

4 

5  y% 

4 

Stat.  Bronze 

24 

Medium 

1.29 

736 

Screw  Ceiling 

6 

ey2 

5 

Stat.  Bronze 

24 

Medium 

1.35 

736M 

Screw  Ceiling 

6 

6  X 

5 

Stat.  Bronze 

24 

Mogul 

2.46 

No.  103DG 


No.  180  D 


No.  154 


No.  135 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

135 

5  Lt.  Ceiling 

ii 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  Thru 

$8.70 

145 

5  Lt.  Drop 

36 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  thru 

9.66 

155 

5  Lt.  Candle 

36 

16 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

8.67 

134 

4  Lt.  Ceiling 

ii 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  lhru 

8.40 

144 

4  Lt.  Drop 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  lhru 

9.15 

154 

4  Lt.  Candle 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

8.25 

133 

3  Lt.  Ceding 

ii 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  lhru 

7.95 

143 

3  Lt.  Drop 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Push  lhru 

8.70 

153 

3  Lt.  Candle 

36 

14 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

1 

Candle 

7.80 

180D 

1  Lt.  Drop 

36 

6 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

6 

Push  lhru 

3.90 

180C 

1  Lt.  Candle 

36 

6 

Ant.  Brass — Silver  &  Gold — Rustic  Gold 

6 

Candle 

3.90 

111 

1  Lt.  Brkt. 

9 

4 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

12 

Candle 

2.85 

112 

2  Lt.  Brkt. 

9 

8 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

12 

Candle 

4.20 

102G 

2  Lt.  Ceiling 

7 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

12 

Push  lhru 

3.15 

103G 

3  Lt.  Ceiling 

7 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

6 

Push  lhru 

4.50 

102DG 

2  Lt.  Drop 

36 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

6 

Push  lhru 

5.40 

103DG 

3  Lt.  Drop 

36 

12 

Ant.  Brass — Silver  &  Gold — Rustic  Gold-Ivory  Poly. 

6 

Push  1 hru 

6.75 

No.  145 


No.  135 


No.  Ill 


No.  112 


THE  100  LINE 


No.  155 


The  Outdoor  Residence  Lanterns  illustrated,  cover  a  wide  range 
of  designs.  The  finish  and  workmanship  are  of  the  finest  and 
are  fully  guaranteed.  The  material  used  has  a  rust  proof  cop¬ 
per  surface  applied  in  the  process  of  rolling  at  the  Mill. 


No.  35 


No.  32 


No.  50 


Catalogue 

Number 

Style 

Extends 

Inches 

Length 

Inches 

Canopy 

Size — Inches 

FINISH 

Std. 

Pkg. 

Bare 

21 

Round  Drop  Bracket 

7 

mi 

4M 

Bronze 

12 

$4.68 

22 

Round  Up  Bracket 

7Vi 

14 

4/4 

Bronze 

12 

5.43 

23 

Round  Semi-Ceding 

12 

4/4 

Bronze 

12 

4.50 

24 

Round  Pendant 

24 

4H 

Bronze 

12 

4.68 

30 

Hexagon  Ceiling 

6H 

7Vi 

Bronze 

12 

3.18 

31 

Hexagon  Drop  Bracket 

8 

12 

Bronze 

12 

5.52 

32 

Hexagon  Up  Bracket 

8 

14 

4  U 

Bronze 

12 

6.57 

33 

Hexagon  Semi-Ceiling 

12 

4M 

Bronze 

12 

5.31 

34 

Hexagon  Pendant 

24 

4M 

Bronze 

12 

5.52 

35 

Hexagon  Pocket  Bracket 

7'A 

9  H 

4  V£ 

Bronze 

12 

5.07 

40 

Square  Ceding 

6 

6 

Bronze 

12 

2.10 

41 

Square  Drop  Bracket 

7 U 

UH 

4/4 

Bronze 

12 

3.39 

43 

Square  Semi-Ceiling 

11 

4M 

Bronze 

12 

3.00 

44 

Square  Pendant 

24 

4K 

Bronze 

12 

3.39 

45 

Square  Pocket  Bracket 

6K 

io% 

4M 

Bronze 

12 

4.59 

50 

Hex.  Ceil.  Hinge  Bottom 

9 

Bronze 

12 

4.35 

No.  23 


No.  24 


No.  21 


No.  43 


No.  40 


No.  22 


No.  41 


No.  45 


THE  300  LINE 

For 


>un  Rooms — Halls — Bed  Rooms  and 

Apartments 


No.  302 


No.  303 


No.  311 


No.  312 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

301 

1  Lt.  Ceiling 

3 

ii 

Ivory  Polv. — Gold  Poly. — Old  Ivory 

6 

Sign  Rec. 

$3.60 

302 

2  Lt.  Ceiling 

7 

ii 

Ivory  Poly. — Gold  Poly. — Old  lvorv 

6 

Sign  Rec. 

3.90 

303 

3  Lt.  Ceiling 

7 

ii 

Ivory  Poly. — Gold  Poly. — Old  Ivory 

6 

Sign  Rec. 

4.20 

311 

1  Lt.  Brkt. 

9 

4 

ivory  Poly. — Gold  Poly. — Old  Ivory 

12 

Canopy  Sw. 

2.85 

312 

2  Lt.  Brkt. 

9 

8 

Ivory  Poly. — Gold  Poly. — Old  lvorv 

12 

Canopy  Sw. 

3.90 

601 

1  Lt.  Ceiling 

3 

9 

Ivory  Poly. — Gold  Poly. — Old  Ivory 

6 

Sign  Rec. 

3.00 

602 

2  Lt.  Ceiling 

7 

9 

ivory  Poly. — Gold  Poly. — Old  ivory 

6 

Sign  Rec. 

3.30 

603 

3  Lt.  Ceiling 

7 

9 

Ivory  Polv.— Gold  Poly. — Old  Ivory 

6 

Sign  Rec. 

3.60 

611 

1  Lt.  Brkt. 

9 

4 

lvorv  Poly. — Gold  Poly. — Old  Ivory 

12 

Canopy  Sw. 

3.00 

612 

2  Lt.  Brkt. 

9 

8 

Ivory  Poly. — Gold  Poly. — Old  Ivory 

12 

Canopy  Sw. 

3.84 

THE  600  LINE 

For 

Sun  Rooms— Bed  Rooms — Halls  and 

Apartments 


No.  601 


No.  611 


No.  602 


No.  603 


No.  612 


Catalogue 

Number 

Style 

Length 

In. 

Spread 

In. 

FINISHES 

Std. 

Pkg. 

Sockets 

Wired 

1401 

1  Lt.  Ceiling 

2H 

5^ 

Burnished  Bronze — Burnished  Silver 

6 

Sign  Rec. 

$1.35 

1411 

1  Lt.Cdl.Brkt 

9  Vo 

4  Vo 

Burnished  Bronze — Burnished  Silver 

12 

Canopv  Sw. 

3.00 

1412 

2  Lt.Cdl.Brkt 

9  y2 

8  y, 

Burnished  Bronze — Burnished  Silver 

12 

Canopv  Sw. 

3.84 

1435 

5  Lt.  Ceiling 

14 

21 

Burnished  Bronze — Burnished  Silver 

1 

Push  Thru 

13.80 

1445 

5  Lt.  Drop 

36 

21 

Burnished  Bronze — Burnished  Silver 

1 

Push  Thru 

13.80 

1455 

5  Lt.  Candle 

36 

21 

Burnished  Bronze — Burnished  Silver 

1 

Candle 

13.80 

1601 

1  Lt.  Ceiling 

2K 

5^ 

Burnished  Bronze — Burnished  Brass 

6 

Sign  Rec. 

1.35 

1611 

1  Lt.Cdl.Brkt 

9  V 

4^ 

Burnished  Bronze — Burnished  Brass 

12 

Canopy  Sw. 

3.00 

1612 

2  Lt.Cdl.Brkt 

9  y2 

HV 

Burnished  Bronze — Burnished  Brass 

12 

Canopv  Sw. 

3.84 

1635 

5  Lt.  Ceiling 

16 

21 

Burnished  Bronze — Burnished  Brass 

1 

Push  Thru 

14.82 

1645 

5  Lt.  Drop 

36 

21 

Burnished  Bronze — Burnished  Brass 

1 

Push  Thru 

14.82 

1655 

5  Lt.  Candle 

36 

21 

Burnished  Bronze — Burnished  Brass 

1 

Candle 

14.82 

No.  1445 


No.  1401 


THE  1400  LINE 


No.  1411 


No.  1435 


No.  1412 


THE  1600  LINE 


AV«T  U«A*Y 
COUJMIIA  UNIVMSffY 


No.  1612 


No.  1635 


No.  1611 


No.  1601 


No.  1655 


7  . 


